Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 BUCHAR 05488 071410Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO FBOE-OO A-01 /019 W 

120858 072229Z/14 

R071208Z AUG 78 
FM AMEMBASSY BUCHAREST 
TO SECSTATE WASHDC 0949 
AMCONSUL FRANKFURT 
AMEMBASSY ATHENS 

CONFIDENTIAL BUCHAREST 5488 
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E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER 

REF: A. BUCHAREST 4567; B. STATE 178869 

1 . THE AIR CONDITIONING UNIT FOR THE LARGE ACR IS 
APPROXIMATELY TEN YEARS OLD. IT HAS GIVEN US PROBLEMS 
BEFORE AND RECENTLY THE COMPRESSOR ON THE AIR CONDITIONER 
FROZE. SEABEE WAS ABLE TO TEMPORARILY REPAIR UNIT BY 
STRIKING IT WITH A LARGE HAMMER, THUS FREEING THE COMPRESSOR. 
HOWEVER, AS SET FORTH IN REFTEL A, WE CANNOT 

GUARANTEE ITS OPERATION FOR VERY LONG. MOST PRACTICAL 
SOLUTION WOULD BE TO REPLACE UNIT. 

2. THE SPACE AVAILABLE IN THE ACR PARENT ROOM FOR THE 
INSTALLATION OF AN A/C UNIT IS AS FOLLOWS: 40 INCHES 
WIDE, 12 FEET HIGH, AND 18 FEET DEEP. 

3. THE METAL ENCLOSURE OF THE A/C CONTAINS THE FOLLOWING 
INFORMATION: MODEL "SAC-14-S", SERIAL NO.DD8-100 AND 
MANUFACTURED BY AIR FLOW COL, BALTIMORE, MD. THIS 
METAL ENCLOSURE IS APPROXIMATELY 40 INCHES LONG, 18 
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INCHES WIDE, AND 39 INCHES HIGH. 
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